DOCKETED ITEMS     149
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503110225 Ack receipt of 841227 Itr informing NRC of steps taken to correct violations noted tn Insp Repts 50-313/84-29 & 50-368/84-29.
HUNTER.D.R. Region 4, Office of Director. 85/03/05. GRIFFIN.J.M. Arkansas Power & Light Co. 2pp. 29287:352-29287:357.
-8503110235 Responds to violations noted in Insp Repts 50-313/84-29 & 50-368/84-29.Corrective actions:mgt directive issued to maint supervision requiring implementation of practices to prevent further degradation of cable trays.
ENOSJ.T. Arkansas Power & Light Co. 84/12/27. DENISE.R.P. Region 4, Office of Director. 4pp. 29287:354-29287:357.
8503110256 Ack receipt of 850118 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-368/84-31.
HUNTER.D.R. Region 4, Office of Director. 85/03/05. GRIFFIN.J.M. Arkansas Power & Light Co. 1p. 29287:128-29287:130.
-8503110264 Responds to NRC 841218 Itr re violations noted in Insp Rept 50-368/84-31.Corrective actions:fire watch posted in area & full compliance w/Procedure 1000.47 re control of combustibles achieved.
ENOS.J.T. Arkansas Power & Light Co. 85/01/18. DENISE.R.P. Region 4, Office of Director. 2pp. 29287:129-29287:130.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings.Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
8503270506 Forwards Insp Repts 50-313/85-04 & 50-368/85-04 on 850201-28.0ne unresolved item re continuous max readings on svc water differential pressure indicators identified.
HUNTER.D.R. Region 4, Office of Director. 85/03/21. GRIFFIN.J.M. Arkansas Power & Light Co. 2pp. 29520:279-29520:280.
-8503270512 Insp Rept 50-313/85-04 & 50-368/85-04 on 850201-28.NO violation noted.Major areas inspected:operational safety verification.maint.surveillance & follow-up on LERs & IE bulletins.
JOHNSON.W.D., HARRELL.P.H., MARTIN.LE. Region 4, Office of Director. 85/03/20. 13pp. 29520:281-29520:293.
R. Periodic operating reports & related correspondence
8503080338 "Rept on Radioactive Gaseous Effluents.Jul-Dec 1984" & "Rept on Radioactive Liquid Effluents.Jul-Dec 1984." W/850301 Itr.
ENOS.J.T. Arkansas Power & Light Co. 84/12/31. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement. 29pp. 29270:303-29270:331.
8503180082 Monthly operating rept for Jan 1985.W/850215 Itr. BRUMLETT.LS., ENOS.J.T. Arkansas Power & Light Co. 85/01/31. BASSETT.H. Division of Automated Information Services. 6pp. 29419:191-29419:196.
S. Reportable occurrences, LERs & related correspondence
8503070194 Final response to FOIA request for INPO documents re event repts.Forwards Apps N & 0 documents.Documents also available in PDR.Eighteen documents withheld (ref FOIA Exemption 4).
DIRCKS.W. Office of the Executive Director for Operations. 84/09/20. TOTTEN.M. Critical Mass Energy Project. 6pp. 29280:038-29280:058.
-8202260089 Forwards "Rept on Svc Water Sys Flow Blockage by Bivalve Mollusks at Arkansas Nuclear One & Brunswick." Rept emphasizes need to expand surveillance requirements in Tech Specs.
MICHELSON.C, Director's Office. 82/02/12. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29280:243-29280:245.
-8202260108 Comments on "Rept on Svc Water Sys Flow Blockages by Bivalve Mollusks at Arkansas Nuclear One & Brunswick." Addl instrumentation to measure open cycle svc water sys flow unnecessary. ROSEN.S.L Institute of Nuclear Power Operations. 81 /11 /20. MICHELSON.C. Director's Office. 1p. 29280:245-29280:245.
8503070068 LER 80-087/03X-2:on 801129,high pressure safety injection valve 2CV-5056 failed to close while performing routine level adjustments of safety injection tank 2T-2C.Caused by blown control power fuse.Fuse replaced.W/850212 Itr. ROGERS.P., ENOSJ.T. Arkansas Power & Light Co. 85/02/12. 2pp. 29268:001-29268:002.
8503050129 LER 81-033/04X-1:on 810909,during Mode 1 operation.condenser offgas radiation monitor identified as having been inoperable for 7 days.Caused by erratic radiation element signal due to moisture build-up in piping.W/850214 Itr. ROGERS.P., ENOS.J.T. Arkansas Power & Light Co. 85/02/14. 2pp. 29221:356-29221:357.
8503060416 LER 82-006/03X-2:on 820212,17,0319 & 29,containment isolation valve 2CV-2061-2   for   reactor   bldg   sump   drain   failed   to   close.Caused   by   failing actuator.Actuator reassembled & air supply line relocated W'8502i<i Itr. CAMPBELL.P., ENOS.J.T. Arkansas Power & Ugh: Co. 85/02.1'/.. 3pp. 29250:359-29250:361.
8503070127 LER 83-018/03X-1:on 830509,containment spray pump 2P-35A recircula-tion isolation valve 2CV-5673-1 discovered to have no position indication & would not operate from control room.Caused by open control power fuse.W/850215 Itr. ROGERS.P., ENOS.J.T. Arkansas Power & Light Co. 85/02/15. 3pp. 29267:291-29267:293.
8503180052 LER 85-002-00:on 850121,refueling water tank level transmitters failed due to freezing.Caused by ambient weather conditions & high winds.Const of temporary ends around existing transmitters underway.W/850221 Itr.
ROGERS.P.C., ENOS.J.T. Arkansas Power & Light Co. 85/02/21. 3pp. 29416:357-29416:359.
8503060504 LER 79-047/04X-1 :on 790627,condenser vacuum pump radiation monitors 2RE0645 & 2RE0646 inoperable for more than seven days.Caused by moisture buildup due to condensation.Heat tracing installed to minimize buildup.W/850225 Itr. RAGENS.P., ENOS.J.T. Arkansas Power & Light Co. 85/02/25. 3pp. 29248:124-29248:126.
8503080139 LER 81-013/03X-1:on 810304.RCS cold leg temp indicator discovered to be reading high.Caused by defective servo motor.Motor replaced.lndicator calibr.W/ 850225 Itr.
ROGERS.P., ENOS.J.T. Arkansas Power & Light Co. 85/02/25. 2pp. 29285:078-29285:079.
8503080147 LER 81-014/03X-1:on 810328,operator insp found excessive packing leakage from emergency feedwater pump & water in bearing lubricating oil.Caused by excessive shaft packing leakages during pump idle time.W/850225 Itr. ROGERS.P., ENOS.J.T. Arkansas Power & Light Co. 85/02/25. 3pp. 29285:081-29285:083.
8503110055 LER 83-027/03X-1:on 830623,svc water tank isolation valve to reactor bldg coolant loop failed to open during surveillance test.Caused by manual closing of valve to prevent leakage. Switch adjusted.W/850225 Itr.
ROGERS.P., ENOS.J.T. Arkansas Power & Light Co, 85/02/25. 3pp. 29306:337-29306:339.
8503110059 LER 79-066/03X-1:on 790809,following draining of reactor drain tank.outside containment isolation valve 2CV-2201-2 would not close.Caused by foreign matl damaging seats & balls.Valve disassembled.cleaned & reassembled.W/ 850225 Itr.
CAMPBELL.P., ENOS.J.T. Arkansas Power & Light Co. 85/02/25. 3pp. 29306:340-29306:342.
8503110150 LER 80-045/04X-3:on 800702,0823 & 1102,condenser off-gas radiation monitor 2RE-0645 found inoperable.Caused by erratic radiation element signal.Plastic coated detector installed & moisture resistant epoxy used.W/850225 Itr. ROGERS.P.. ENOS.J.T. Arkansas Power & Light Co. 85/02/25. 3pp. 29306:109-29306:111.
8503220441 LER 85-004-00:on 850204,loss of main generator field excitation caused turbine generator trip resulting in high RCS pressure reactor trip.Caused by exciter brush too short. Slip rings machined & brushes replaced.W/850306 Itr. ROGERS.P.C., ENOS.J.T. Arkansas Power & Light Co. 85/03/06. 2pp. 29483:187-29483:188.
8503220431 LER 85-005-00:on 850207,autornatic reactor trip occurred. Caused by axial shape index out of range'.Procedure modified to require startup control element assembly positions be established prior to 5% full power.W/850308 Itr. ROGERS.P.C., ENOS.J.T. Arkansas Power & Light Co. 85/03/08. 2pp. 29483:251-29483:252.
8503270597 LER 85-003-00:on 850201 ,Tech Specs 4.6.1.3.C surveillance requirement not metCaused by inadequate guidance & review of Tech Specs during procedure writing & rev process.Test procedure revised.W/850311 Itr.
JQHNSON.D.J., ENOS.J.T. Arkansas Power & Light Co. 85/03/11. 3pp. 29528:125-29528:127.
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISER.A.F. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 85/03/19. DEYOUNG.R.C, Director's Office, Office of Inspection and Enforcement. 6pp. 29516:335-29516:340.
DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1, HARRELL.P.H., MARTIN.LE. Region 4, Office of Director. 85/02/25. 17pp. 29184:054-29184:070.0. repair.
